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OIA/TECH-37/78 
29 November 1978 


STAT MEMORANDUM FOR: | fi ADP Control Officer 


SUBJECT : Retirement of Portions of the IDF 


( 


REFERENCE > PSG/ODP Memo 312/78, 23 October 1978, Same Subject 


1. This memorandum is in response to your request for OLA to 
review your plans to retire portions of the Installations me File 


(IDE). . 


“ 


~ 


2. OIA has no objections to this plan. However, we do assume that 
this action would not affect the data stored in our IOIAS and IASEC 
sectors resident. in the IDF. 


os Questions regarding this memorandum can be directed to me on 


i nl 
“ . . STAT 


nator 
Office of Imagery Analysis 
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